BISHOP THOMAS RASBAND 
first bishop of Heber East Ward. 


When Bishop Thomas Rasband of Heber East Ward died Robert S. 
Duke was called as the new bishop. His counselors were Orson Hicke 
and Henry Ohlwiler. Bishop Duke served until 1901 when he was ordaine 
a Patriarch of the Wasatch Stake. However, the ward didn’t lose Bishop 
Duke. for his son, Robert Duke became the new bishop, with Orson Hicken 
and George Wootton as counselors, 

In the West Ward, Bishop Forman served until 1885 when he wa 
succeeded by Bishop Henry Clegg. Thomas Hicken Jr. was sustained as 
the third bishop of the ward in 1894 and served until 1902 when he move 
with his family to Raymond, Alberta, Canada. At the time he moved 
plans were underway by the stake presidency to dissolve the two Hebe 
Wards and create three new wards, so no new bishop was sustained. 


The home of Thomas Rasband, one of the early brick homes. Standing in front of thr 
home are Josephine Booth Rasband, Elizabeth Giles Rasband and Mary Greenwood Gile$. 


